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A. G-3238 
B a GOOD 

a THE METERING IS SLIGHTLY ERRATIC THROUGHOUT THE 

film* minor edge static traces are present on both edges. 

GHOST IMAGES OF SEVERAL POSITION INDICATORS APPEAR ADJACENT 
TO THE CORRECT INDICATOR LAMP. THE VERTICAL INDICATOR DOT 
IS OVEREXPOSED AND BLOSSOMED. SLIGHTLY OUT OF FOCUS AREAS 
ARE PRESENT IN ALL FRAMES LOCATED AT THE OUTBOARD (TITLED EDGE) 
CORNERS OF THE FORMATS. 


END OF MESSAGE 
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